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NOTES: 
1) MATERIAL: N/A 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.1 
7) WEIGHT: 0.71 lbs 
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1 
X 
D5181-041 
CONTROL BOX 


2 
1 
D5175-041 
BASE PLATE ASSY 
3 
1 
D5176-041 
FACE PLATE ASSY 
4 
1 
D5177-041 
COVER ASSY, TOP 
5 
1 
D5177-043 
COVER ASSY, BOTTOM 
6 
1 
D5180-1 
RELAY SUPPORT 
7 
6 
MS20426AD3-(4) 
RIVET, SOLID, CSK 
8 
2 
MS21042L06 
NUT, SELF-LOCKING 
9 
12 
MS24693-25 
SCREW, CSK 100 


10 
2 
NAS1149DN416J 
WASHER 
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